BILL NO. S=-67=08= 23 
SPECIAL ORDINANCE NO. S-.5 24-2 


AN ORDINANCE approving a certain bid document 
between City of Fort Wayne and WESTINGHOUSE 
ELECTRIC SUPPLY for Copper Cable for Office 
of Traffic Engineer. 


WHEREAS, on the 7th day of August, 1967, the City of | 
| Fort Wayne, Indiana, by and through its Mayor and Board of Public 
| Safety-office of Traffic Engineer, entered into a certain bid 

| document Ref. No. 193, Item 1, with WESTINGHOUSE ELECTRIC SUPPLY 
| for the purchase of Copper Cable for a total price of $6148.30, 
| aS more specifically set forth hereinafter: | 


NOW THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY l 
| OF FORT WAYNE, INDIANA: 
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| 
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| SECTION 1. That the foregoing bid document Ref. No. 

| 193, Item 1, dated August 7, 1967, by and between the City of 
poet Wayne, by and through its Mayor and Board of Public Safety- 
| Office of Traffic Engineer, and WESTINGHOUSE ELECTRIC SUPPLY for 
| the purchase of 50,000 feet Paranite, stranded signal cable, 

| insulated IMSA specification 20-1956, sizes various, for a total 
| price of $6148.30, as more specifically seg forth in said bid 

| document Ref. No. 193, Item 1, and Purchase Order No. 7510; which 
are on file in the office of the Department of Purchasing and are 
| by reference incorporated herein and made a part hereof, be and 
E same is hereby in all things ratified, confirmed and approved. | 
| 

l 


SECTION 2. This Ordinance shall be in full force and 
| effect from and after its passage and approval by the Mayor. 
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Bill No. S-67-08-23 


REPORT OF THE COMMITTEE ON REGULATIONS 


We, your Committee on Regulations to whom was referred an Ordinance 


approving a certain bid document between City of Fort Wayne and WESTINGHOUSE 


ELECTRIC SUPPLY for Copper Cable for Office of Traffic Engineer, 


have had said Ordinance under consideration and beg leave to oe back to the Common 


ji 


Council that said Ordinance P PASS. A X 
PHIL A. STEIGERWALD, Chairman wire m on ke 


Ay 
HERBERT G. TIPTON, Vice-Chairman 


VERLIN H., BUCHANAN 


JOHN H. ROBINSON 


JACK K. DUNIFON, 


CONCURRED IN V 7 
FUAD G. BONAHOOM, CITY CLERK 


Read the first time in full and on motion by | vere Ei seconded by 


fk: j a Settle and duly adopted, read tne Setend time by titie and = 


to the (Committee on). 


referred 


LOMAS S 


{ZO fakORumecomnmendaddon)Cand-Pa 


«et “the Counce Chambers;=Sapy=tal 


athe 


duly adepted, placed on its passage, 


Passed (L@S?) by the following vote: 


AYES g y NAYS 0, ABSTAINED aað ABSENT ss to-wit; 
Buchanan wa setters — 
Dunifon aa aes ee 
Fay ed poisons ae 
Hinga i rere ee 
Nuckols ot , EAT cea 
Robinson a EEEE miee 
Rousseau — g” gaues Sec 
Steigerwald iw es — 
Tipton l ee eet 

Date eo eee oe EL OOR 
i ; C ITY CTERK 


nd adopted by the Common Council of the City of Fort Waye, Indiana, as 


SES ID LNG & FICER 


Fort Wayne, Indiana, on the [BPE day 


Approved and signed by me this Z3” aay of 


at the hour of . LQ237 o'clock A Mos Besole 


